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Registered Voters 30238 - Cards Cast 12970 42.89% 


Num. Report Precinct 21 - Num. Reporting 21 100.00% 


SENATOR in CONGRESS 

Number of Precincts 

Precincts Reporting 

Times Counted 

Total Votes 

Total 

21 

21 

12970/30238 

12970 

100.0 % 
42.9 % 

GABRIEL E. GOMEZ 

3253 

25.08% 

EDWARD J. MARKEY 

9632 

74.26% 

RICHARD A. HEOS 

57 

0.44% 

Write-in Votes 

28 

0.22% 





